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To all whom it may concern: 

Be it known that we, Isaac P. Holmes and 
Horace A. Holmes, citizens of the United 
States, residing at Manton, county of Wex- 
5 ford, State of Michigan, have invented a cer- 
tain new and useful Improvement in Churn- 
Dashers ; and we declare the following to be a 
full, clear, and exact description of the inven- 
tion, such as will enable others skilled in the 
10 art to which it pertains to make and use the 
same, reference being had to the accompany- 
ing drawings, which form a part of this speci- 
fication. 

Our invention relates to an improvement 
15 in churn-dashers, and especially that class 
adapted to be employed in connection with 
the ordinary upright churn. 

It has for its objects, first, to provide a de- 
vice that may be employed in connection with 
20 the dasher of an upright churn by which air 
may be forced through the creaiu to the bot- 
tom thereof , where it is permitted to rise to the 
top and thus create therein a violent agitation , 
which motion assists in separating the butter 
25 particles from the milk,and, second, to provide 
an attachment to be used in connection with 
the dasher during the first part of the churn- 
ing that can be easily and quickly removed 
therefrom preparatory to the gathering op- 
30 eration. 

With these objects in view the invention 
consists in the general construction and ar- 
rangement of the parts, as will be hereinafter 
described, and particularly pointed out in the 
35 claims. 

Referring to the drawings for a better un- 
derstanding of our invention, Figure 1 illus- 
trates our improved attachment in position 
for use. Fig. 2 shows it in sectional eleva- 
40 tion, illustrating its form and manner of sup- 
port. 

Like letters of reference refer to corre- 
sponding parts in both figures. 
A indicates the main body of the attach- 
45 ment, B an ordinary dasher, and C the han- 
dle thereof. This dasher and its handle are 
well known in the art, and as they form no 
part of our invention will only be referred to 
by way of making the application of our at- 
50 tachment better understood. 

The main body of this attachment is pref- 
erably constructed in the form of an inverted 


circular trough-like disk having an inverted- 
U : shaped cross-section, as shown in Fig. 2. 
The two lower edges a & of the trough, are 55 
made to occupy the same horizontal plane, so 
that as the disk is forced downward upon the 
surface of the cream, as hereinafter described, 
the air which fills the trough or concavity 
will be carried down through the cream. 60 

c and d are two short springs secured at 
opposite sides of the disk at their lower ends 
and have their upper free ends turned inward 
and downward to form the latches e and /, 
which are adapted to engage over the edge 65 
of the cross-bar to hold the convexed side of 
the disk snugly against the under side of the 
dasher. In order that the catches may not 
slip over the sides of the bar upon which they 
are engaged, notches may be provided in the 70 
ends of the bar, within which the springs may 
be made to engage. This construction per- 
mits the device to be readily removed for the 
purpose above pointed out as well as for sani- 
tary reasons, enabling it to be cleansed much 75 
more thoroughly. 

We have found that by use of this attach- 
ment, substantially in the form shown, the 
time occupied in separating the butter from 
the milk can be reduced four or five times. It 80 
maybe understood, however, that the particu- 
lar form and means of support may be varied 
to some degree without materially affecting 
the results, and we desire to have it understood 
that any slight modification that may be found 85 
necessary in order to adapt the attachment to 
various forms of dashers can be made without 
departing from the spirit or scope of our in- 
vention. 

Prom the foregoing the operation of our in- 90 
vention may be readily understood. When 
it is desired to attach the device, the catches 
are spread sufficiently to engage over the up- 
per edge of the bar, the ends of which are 
clamped firmly between the springs,and when 95 
they are released the inclined under faces of 
the notches draw the convexed surface of the 
disk snugly against the under side of the 
dasher. When this is done, the device is in 
position for use. and as it is inserted into the 100 
cream the edges of the trough engage there- 
with, retaining the air that fills the concavity, 
which is forced to the bottom by the down- 
ward movement of the dasher. 
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Having thus described our invention, what 
we claim is — 

1. A new article of manufacture to be em- 
ployed in connection with a churn-dasher con- 
5 sisting of an inverted annular receptacle hav- 
ing spring-catches secured to the outer edges 
of said receptacle, and adapted to removably 
engage with said dasher, substantially as de- 
scribed, 
to 2. The combination with the handle and 
cross-bars in a churn-dasher of an inverted 
annular receptacle, spring - catches having 


their lower ends secured to the outer edge of 
said receptacle, and their upper ends termi- 
nated with inclined catches to engage the 15 
cross-bar of said dasher, substantially as de- 
scribed. 

_ In testimony whereof we sign this specifica- 
tion in the presence of two witnesses. 
ISAAC F. HOLMES. 
HORACE A. HOLMES. 
Witnesses: 

Horace G. Hutzler, 
Ernest Hartley. 


